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E.O. 11652:N/A 

TAGS: ASEC 

SUBJECT :BURGLARY ALARM SYSTEMS FOR STAFF RESIDENCES 

REF: BANGKOK 0515 

BANGKOK FOR RSO, HONG KONG FOR RTC AND RSS 

1 . FIFTEEN EICO MODEL FC-80 ALARM SYSTEMS WERE POUCHED TO 
BANGKOK ON JANUARY 5, 1976 UNDER REGISTRATION NUMBERS 
2750373 THROUGH 390. RSO REQUESTED TO BEGIN INSTALLATIONS 
AND ADVISE ACCEPTABILITY OF THESE SYSTEMS. IF NO 
INSTALLATION PROBLEMS DEVELOP AND USERS FIND THEM ADEQUATE, 
SY/T WILL FORWARD ADDITIONAL SYSTEMS. 

2. SY/T UNABLE TO LOCATE CONTACT SWITCHES SUCH AS USED IN 
BANGKOK. REPEATED ATTEMPTS TO GET NOMENCLATURE AND OTHER 
INFORMATION REORDER THESE SWITCHES FROM TOKYO UNPRODUCTIVE. 
SUGGEST RSO GET NOMENCLATURE FOR THESE SWITCHES AND REQUEST 
RSO TOKYO PURCHASE ON A PRIORITY BASIS. 
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3. ON ALL TECHNICAL MATTERS, RSO IS REQUESTED TO KEEP RTC 
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HONG KONG ADVISED. KISSINGER 
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